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-9203180023 Insp repts 50-335/92-02 & 50-389/92-02 on 920127-31.No violations
noted.Major  areas inspected:chemistry dept &  radwaste  group,audits,plant water
chemistry, post-accident sampling sys & effluent processing & monitoring.
CARRION.R.P., DECKER.T.R. Region 2 (Post 820201). 92/03/03. 13pp. 60935:018-
60935:032.

9203180267 Requests approval to incorporate Code Case N-498 re alternative rules for
10  yr hydrostatic pressure testing for Class  1   & 2 sys for use in  10 yr ISI
programs.Use of sys reduces need for special sys alignments.
SAGER.D.A. Florida Power & Light Co. 92/03/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 60992:269-60992:270.

9203200205 Responds to 920214 Itr informing of scheduler change of commitment to
perform test of MOVs per Generic Ur 89-10 & test all valves in generic Itr program
where practicable,per insp rept 91-18.

NORRIS.J.A. Project Directorate II-2. 92/03/16. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 60997:336-60997:337.

9203270046 Discusses insp of Henry Pratt Co facilities in Aurora,IL & Dixon.lL on
920203-07.Company QA manual & implementing procedures do not contain adequate
requirements & interfaces.

NORRIS.J.A. Project Directorate II-2. 92/03/23. GOLDBERG.J.H. Florida Power &
Light Co. 2pp. 61109:237-61109:252.

R. Periodic operating reports & related correspondence

9203090465 "Semiannual Radioactive Effluent Release Rept for Jul through Dec 1991."
W/920228 Itr.
SAGER.D.A. Florida Power & Light Co. 91/12/31. 35pp. 60883:174-60883:209.

9203200231 "Radiation Exposure Monitoring & Access Control Sys - REMACS Statisti-
cal Whole Body Exposure Rept" for CY91.W/920309 Itr.

SAGER.D.A. Florida Power & Light Co. 91/12/31. MURLEY.T.E. Office of Nuclear Re-
actor Regulation. Director (Post 870411). 2pp. 61073:199-61073:200.

9203030210 Forwards "1991 Annual Operating Rept St Lucie Units 1 & 2" & "1991 St
Lucie Unit 1 Steam Generator Inservice Insp Rept," per TSs 6.9.1.4 & 4.4.5.5,respec-
tively.

SAGER.D.A. Florida Power & Light Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 3pp. 60800:140-60800:294.

-9203030215 "St Lucie Annual 10CFR50.59 Rept" for 1991.
* Florida Power & Light Co. 91/12/31. 35pp. 60800:143-60800:177.

9203020118 Forwards "Fitness for Duty Program Performance Data" for Jul-Dec 1991.
BOHLKE.W.H. Florida Power & Light Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 10pp. 60755:344-60755:353.

9203160288 Monthly operating repts for Feb 1992 for St Lucie Units 1 & 2.W/920309
Itr.

BREEN.J.J.,  SAGER.D.A.  Florida Power &  Light Co.  92/02/29.  9pp. 60969:300-
60969:308.

S. Reportable occurrences, LERa & related correspondence

9203300017 Forwards plans for exam of component cooling water HX 2B welds,per
end LER 90-005-OO.Util plans to conduct non-NDE of full circumference of HX shell/
tube welds during 1992 outage to better characterize condition of welds.
SAGER.D.A. Florida Power & Light Co. 92/03/23. Document Control Branch (Docu-
ment Control Desk). 2pp. 61199:344-61199:348.

DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1

A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - lOCFR50.54(f),

PARTLOW.J.G, Associate Director for Projects (Post 870411), 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposl-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203100012 Confirms 920219 telcon between J Garrity & K Barr re 920219 meeting at
site.Meeting for util to brief NRC on const progress at facility since restart of const
activities on 911122.Proposed meeting agenda encl.

REYES.L.A. Region 2 (Post 820201). 92/02/14, NAUMAN.D.A. Tennessee Valley Au-
thority. 3pp, 60843:114-60843:116.

9203180075 Confirms 920211 telcon between G Pannell of util & K Barr of staff re
920310 meeting in Atlanta.GA re TV A briefing of NRC on plant assurance of qualilty &
assurance of completion & results of QA records review to date.Proposed agenda
encl.

REYES.LA. Region 2 (Post 820201). 92/02/21. NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60935:357-60935:360.

9203040337 Requests authorization to use alternative to construction & installation re-
quirements of ASME Boiler & Pressure Vessel Code.Enclosures identify proposed al-
ternative & 2 licensee commitments made in rept.

GARRITY,J.H. Tennessee Valley Authority. 92/02/25. Document Control Branch
(Document Control Desk). 7pp. 60822:352-60822:358.

9203040104 Forwards nonproprietary Rev 1 to WCAP-12375 & proprietary Rev 1 to
WCAP-12374, "EAGLE-21 Microprocessor-Based Process Protection Sys." Rept pro-
vided to assist In review of design change from Foxboro Process Control Sys.Rept
withheld.

GARRITY.J.H. Tennessee Valley Authority. 92/02/26. Document Control Branch
(Document Control Desk). 2pp. 60876:169-60876:275.

-9203040108 Requests that Rev 1 to WCAP-12374, "EAGLE-21 Microprocessor-Based
Process Protection Sys," be withheld from public disclosure per 10CFR2.790(b)(4).
DIPIAZ2A.R.P. Westinghouse Electric Corp. 92/01/13. MURLEY.T. Document Control
Branch (Document Control Desk). 13pp. 60876:171-60876:183.

-9203040111 Nonproprietary Rev 1 to "EAGLE-21 Microprocessor-Based Process Pro-
tection Sys."

MORRIS.P.J., ERIN.L.E. Westinghouse Electric Corp. WCAP-12375 R01. 91/12/31.
100pp. 60876:184-60876:275.

9203090451 Suppls 910722 Itr reporting several recent changes to ECCS evaluation
model used to calculate effects of LOCA.Util will perform small break LOCA reanalysis
to incorporate revised auxiliary feedwater flow to steam generators.
GARRITY.J.H.  Tennessee  Valley Authority.  92/02/26.  Document Control  Branch
(Document Control Desk). 3pp. 60883:171-60883:173.

9203180124 Confirms 920226 telcon w/R Purcell & K Barr re revised date for meeting
to be held in Atlanta.GA on 920309 to discuss plant program for assurance of com-
pletion & assurance of quality.Proposed agenda encl.

REYES.LA. Region 2 (Post 820201). 92/02/27. NAUMAN.D.A. Tennessee Valley Au-
thority. 4pp. 60936:127-60936:130.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 9pp. 60867:001-60867:009.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority. 6pp. 60935:121-60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural inlegrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130207 Notification of 920324 meeting w/util to discuss plant const status,licensing
status & high priority NRC/TVA issues.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 60909:351-60909:353.

9203130215 Notification of 920324 meeting w/util in Spring City.TN to discuss
status,needed actions & priorities of various licensing issues.including but not limited
to outstanding & confirmatory issues.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/10. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 60909:346-60909:348.

9203170047 Advises that 910722 changes to plant ECCS evaluation model satisfy
1OCFR50.46 requirement rept changes.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/11. Tennessee Valley Authority. 3pp. 60963:066-60963:068.

9203200044 Summary of 920225 meeting w/util re environ qualification program.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/13. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
4pp. 60991:157-60991:160.

9203240391 Advises that amends 54-63 to plant FSAR section 2.5 & util response to
request for add! info,generally acceptable, except for listed open item.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
92/03/19. Tennessee Valley Authority. 3pp. 61068:223-61068:226.

F. Security, medical, emergency & fire protection plans

9203110314 Ack 920205 fire protection rept superseding previous util fire protection
commitments,submittals & present program described in FSAR,
TAM.P.S. Project Directorate (I-4 (formerly TVA Project Directorate) (Post 900603).
92/03/05. KINGSLEY.O.D. Tennessee Valley Authority. 3pp. 60875:327-60875:329.

9203310135 Advises that 911028 & 1213 submittals of plant emergency response data
sys (ERDS) implementation plan provides basis for acceptable implementation of
ERDS at plant.

HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/26. BURZYNSKI.M.J. Tennessee Valley Authority. 4pp. 61194:128-
61194:132.

H. General correspondence

9203060360 Informs of resignation of DA Nauman,Senior Vice President, Nuclear Power
& that effective immediately.OD Kingsley will provide oversight of Nuclear Power ac-
tivities & will act as senior nuclear officer.

KINGSLEY.O.D. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 1 p. 60840:351 -60840:351.

9203090062 Requests all NRC correspondence for senior mgt continue to be addressed
to Senior Vice President.Nuclear Power at Chattanooga.TN office despite recent
change in mgt.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/03/04. Document Control Branch
(Document Control Desk). 2pp. 60852:259-60852:260,NG.K.A..   KEISER.H.W.   Pennsylvania   Power &   Light  Co.  92/02/29.   10pp.
